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Inspection Report 


V A Medical Center (Savahcs) #678 
3601 S. 6th Avenue 
Tucson, AZ 85723 

Site: 001 

VA MEDICAL CENTER (SAVAHCS) #678 

Type: ROUTINE INSPECTION 
Date: Jul-23-2014 


Customer ID: 1317 
Certificate: 86-V-0002 


No non-compliant items identified during this inspection. 
Exit interview conducted with facility representatives. 
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^ USDA, APHIS, Animal Care Date: 

Title: VETERINARY MEDICAL OFFICER Inspector 6077 Jul-29-2014 


Title: 


(b)(6), (b)(7)(c) 
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Date: 

Jul-29-2014 






USDA 



United States Department of Agriculture Customer: 1317 

Animal and Plant Health Inspection Service Inspection Date: 23-JUL-14 

Animal Inspected at Last Inspection 


Gust No Cert No Site Site Nanne 


Inspection 


1317 86-V-0002 001 V A MEDICAL CENTER 23-JUL-14 

(SAVAHCS) #678 

Count Species 
000000 None 
000000 Total 


